Margaret P. Grafeld Declassified/Released US Department of State EO Systematic Review 22 May 2009 


LIMITED OFFICIAL USE 

PAGE 01 MEXICO 12406 262327Z 
ACTION ARA-14 

INFO OCT-01 ISO-OO AID-05 OES-07 /027 W 

087818 270136Z/63 

R 262320Z IUL 77 
FM AMEMBASSY MEXICO 
TO SECSTATE WASHDC 3797 


Message Text 


LIMITED OFFICIAL USE MEXICO 12406 

PASS TO AID/PHA/POP/LA 

E.O. 11652: N/A 
TAGS: SPOP, MX 

SUBJECT: SURGICAL CONTRACEPTION EQUIPMENT FOR IMSS 
REF: MEXICO 010700 

1 . IN REVIEWING SURGICAL EQUIPMENT NEEDS FOR THE MEXICAN 
SOCIAL SECURITY INSTITUTE, DR. RAMON AZNAR BELIEVES HE MAY 
HAVE BEEN TOO CONSERVATIVE AND HAS ASKED THAT WE REVISE 
THE QUANTITIES NEEDED. 

2. INSTEAD OF 1,500 MINILAP KITS, IMSS NOW WANTS 

4,000 MINI-LAPS. THIS WILL ALLOW HOSPITALS TO CONTINUE 
SURGICAL PROCEDURES WHILE USED EQUIPMENT IS BEING 
AUTOCLAVED. 

3. INSTEAD OF 26 LAPARASCOPES, IMSS BELIEVES IT NEEDS 40 
LAPARASCOPES. THIS WILL PROVIDE MORE ADEQUATE COVERAGE 
IN MORE PRINCIPAL HOSPITALS. 

4. DONOR AGENCY SHOULD DIRECT LETTER OF OFFER WITH 
REVISED QUANTITIES TO DR. RAMON AZNAR, 

JEFE DEL PROGRAMA DE PLANIFICACION FAMILIAR 
SUBDIRECCION GENERAL MEDICA 
LIMITED OFFICIAL USE 
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DEPARTAMENTO DE MEDICINA PREVENTIVA 
INSTITUTO MEXICANO DEL SEGURO SOCIAL 
DURANGO NO. 323, 5 PISO 
MEXICO 7, DF, MEXICO 

5. POPOFF BELIEVES THESE NEW QUANTITIES ARE MORE 
REALISTIC AND SUPPORTS THIS UPWARD CHANGE. LUCEY 
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